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Explore our city’s in-between spaces 
during Common Boston Week 


COMMON BOSTON WEEK OPENS More than 40 volunteers have Fort Point, Jamaica Plain, Lower Kucha night, a photographic scav. 
UP THE CITY to celebrate architec been working hard to organize Roxbury and Uphams Corner. enger hunt and the Youth Media 
ture and design in neighborhoods events around Boston based on Common Boston Week also will —_ Project (see page 2). 

around Boston on June 17 through this year’s theme of “Where We feature five special events, kicking To help out by volunteering dur- 
27. The annual event seeks to create Connect.” Open buildings and off with the dParty (see page 2)—a ing Common Boston Week, contact 
a dialogue with the general public neighborhood tours led by local colorful, celebratory, cutting-edge info@commonboston.org. For details 
that will generate a more inspiring, designers, artists, activists and resi- _ party that will double as a clothing on these free events, including a 
creative, equitable and sustainable dents will highlight six “common drive. Other special events include schedule and locations, visit 

city. points”: Chinatown, East Boston, a design/build competition, a Pecha — commonboston.org. 


Above: Chinatown, Boston. Following the theme of “Where We Connect,” Common 


Boston Week 2010 will explore the places where we connect in Boston, with a special 


terfronts, 


focu 4s, alleys, rooftops, 


° s—including parks, 


y lots. Photograph by David Salafia. 
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See our city through new eyes 


A SPECIAL PARTNERSHIP be- 
tween Common Boston and The 
Teen Initiative, the Youth Media 
Project tackles Common Boston 
Week's 2010 theme (see page 1) by 


using new media to explore the 
“boundaries and bridges” in and 
between neighborhoods. 
Volunteer mentors from the 
fields of architecture, film and 
new media have worked with 


youth groups in each of Common 
Boston's common points to create 
multimedia cellphone tours of 
their neighborhoods. 

Through the project, teens 
from around Boston are learning 
to use multimedia hardware and 
software as tools for “seeing” their 
city in a new way. They are de- 
veloping media literacy, practical 
production skills and teamwork, 


d‘Place to be 


Save the date for the third annual D-Party, 
Common Boston's open-invite cocktail party 
celebrating good work by community advocates 
and local architects on June 17. 


while learning to look critically at 
the places in which they live. 

The videos and tours will 
premier on the evening of June 18 
at ZUMIX in East Boston and be 
available for download at 
commonboston.org throughout 
Common Boston Week and 
beyond. 


For the party, dress head-to-toe in a solid-color 
monochrome outfit. Or rent your monochrome 
outfit onsite for $10 or a donation of 5 pounds of 
clothing, both of which benefit Boomerang’s, a 
socially conscious vintage store in Jamaica Plain. 
(Inflatable dressing rooms will be provided!) 


Check out commonboston.org and follow twitter. 
com/common_boston for more details. 


Drawing attention to Boston's wealth of designers 


ON THURSDAY, JUNE 18 at lunchtime, Sidewalk 
Sam and staff from architecture firms use chalk to 
illustrate sidewalks in Fort Point—and draw public 
attention to the wealth of great designers in our city. 

It’s not too late to register your firm or organiza- 
tion to participate. To register, visit commonboston. 
org. Proceeds benefit Common Boston Week and 
Art Street, Sidewalk Sam's nonprofit organization 
that provides programs to youths and communities. 

And be sure to stop by between 11:00 am and 
2:00 pm (outside Barlow's, 241 A Street, Boston) to 
show your support and vote for your favorite piece 
of art! 


Right: At last year’s Chalk One Up event, local design and 
architecture firms donated funds to draw up designs on 
sidewalk squares in Fort Point. Proceeds went to Common 
Boston and Sidewalk Sam's youth program, Art Street. 
Photograph by Julie Chen 
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Pecha Kucha 


ON WEDNESDAY, JUNE 23, 
Common Boston and Pecha 
Kucha Boston team up on a roster 
of short-form, ultraprovocative 
presentations about design in the 
city at Pecha Kucha #20. 

Join us at Mantra (52 Temple 
Place, Boston) to watch neighbor- 
hood activists and architects go 
head-to-head on the design of 
each of the “common points”: 
Chinatown, East Boston, Fort 
Point, Jamaica Plain, Lower 
Roxbury and Uphams Corner. 
Each presentation has to meet the 
stringent Pecha Kucha format: 20 


slides for 20 seconds each. 

The event is free and open to 
all. Doors open at 6:30 pm, and 
the program begins at 7:15 pm. 
Take a peek at pechakuchaboston. 
org/blog for details. 


Above: At last year’s Common Boston 
and Pecha Kucha Boston event, Hansy 
Better Barraza AIA and Anthony 
Piermarini AIA of Studio Luz Architects 
presented “Shutes and Ladders," a 
proposal for making the Fort Point 
neighborhood a better living 
environment for families. Their 20 
slides showed how vacant lots and 
urban vertical surfaces could be 
promoted as play spaces, such as 
climbing walls and venues for outdoor 
theater. Rendering courtesy of Studio 
Luz Architects. 


Tom Keane resigns 
We regret to announce the resignation of Tom Keane as BSA executive director. 


The BSA board of directors is beginning the selection process for a new executive director. 
During this transition period, senior staff members Ann Fienman and Eric White are managing 
BSA matters, and all BSA activities and initiatives are continuing without interruption. 


The board of directors expressed regret at Tom's decision to end his employment with the 
BSA and also noted their appreciation for the contributions he made as executive director 
and in his past service on the board. 


Peru's terrain and population distribution 
make it extremely vulnerable to the impacts of 
climate change. More than 70 percent of the 
population lives on the desert coast, where there are 
almost no natural sources of water. The water for 
these people (8 million in Lima alone) comes from 
Andean glaciers in the central part of the country and 
from rainwater during the rainy season. Scientists, 
including the Intergovernmental Panel on Climate 
Change, predict that inter-tropical glaciers such as 
those in Peru will be gone in 15 years. This image is a 
portrait of a vanished glacier and a study of geologic 
time. The flat grassy valley was carved by a large 
glacier long ago. The rocks on the mountain show the 
striations caused by a tributary glacier. Photograph 
by The Canary Project 


Capturing climate change 


May 19, 6:00 pm 
Free and all are welcome 


Boston Public Library 
Rabb Lecture Hall 
architects.org/lectureseries 


“| AM INTERESTED IN what 

the issues at the root of climate 
change—namely, how we wrestle 
collectively with our own inner 
natures to assess and address 


future risk—say about issues 
around certainty, agency, human 
responsibility,” says photographer 
Susannah Sayler. 

As co-founder of The Canary 
Project—a collaborative that pro- 
duces visual media and artwork 
that deepen public understand- 
ing of climate change—Sayler 
has photographed and exhib- 
ited landscapes from around 


the world impacted by climate 
change. She received an MFA in 
photography from the School of 
Visual Arts in New York City 
and was a Loeb fellow at Harvard 
University’s Graduate School of 
Design. 

Sayler will give a talk struc- 
tured as 33 one-minute medita- 
tions on communicating climate 
change in her BSA “Exploring 


Design” lecture at the Boston 
Public Library. In addition to 
sharing her methods and motiva- 
tions in producing her body of 
work, she will discuss how she 
and other artists who work with 
The Canary Project negotiate the 
tangle of art and activism. 

The lecture begins at 6:00 pm 
on May 19 at the BPL. There is no 
charge and all are welcome. 
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Grants available to boost design awareness 


THE BOSTON FOUNDATION FOR ARCHITECTURE seeks funding proposals for projects intended to elevate 
public understanding of design and the built environment. 
The application deadline is August 6 at 4:00 pm. Applications are encouraged from public- and private- 
school educators, community groups and local and statewide institutions, as well as individuals with an 
interest in design-related education for the public. For an application and guidelines, or to make a donation 


to the BFA, visit bfagrants.org. 


Sense and SENSEability 


May 12 

7:00 pm 

The Architects Building 
architects.org/conversations 


URBAN DESIGN, HUMAN- 
COMPUTER INTERFACES, 
electronic media and the design 
of public spaces are the focus of 
architect and civil engineer Carlo 
Ratti’s May 12 “Conversations 

on Architecture” talk hosted by 
Brian Healy AIA. 
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Ratti practices architecture in 
Turin, Italy and teaches at MIT, 
where he directs the SENSEable 
City Laboratory. A new research 
initiative within the Department 
of Urban Studies and Planning, 
the lab studies how the increasing 
deployment of sensors and hand- 
held electronics is allowing a new 
approach to the way we describe 
and understand cities as well as 
the tools we use to design them 
and the impact on their physical 
structure. 


In addition to having his work 
exhibited in leading museums 
worldwide—including the 
Kunsthaus Graz, Venice Biennale, 
MoMA and Design Museum 
Barcelona—Ratti has co-written 
more than 100 scientific publica- 
tions and holds several patents. 
His Digital Water Pavilion at 
the World Expo 2008 was hailed 
by Time as one of the “Best 
Inventions of the Year” and, in 
December 2008, he was included 
in Esquire’s “Best & Brightest” 


BFA 


Boston Foundation 
for Architecture 


list. Ratti is Queensland's 2009 
innovator in residence and was 
named one of the 20 people who 
will change the world of design in 
2010 by Blueprint magazine. 

The event at The Architects 
Building is open to all. The $10 
fee ($5 for BSA members and full- 
time students) covers the cost of 
food and drink. Seats are limited; 
save your spot at architects.org/ 
reservations. 


Above: A project of the SENSEable 
City Laboratory, the CLOUD proposes 
an observation deck immersed in gusts 
of weather and digital data. Image by 
the CLOUD, raisethecloud.org. 


Shusta wins Rotch 
Travelling Scholarship 


CHRISTOPHER SHUSTA of Princeton, New Jersey, has been named 

the 2010 Rotch Travelling Scholarship recipient. Shusta will receive a 
$37,000 stipend to spend eight months traveling and studying architec- 
ture around the world. 

As first runner-up, Eric Weyant of Concord, is invited to compete in 
next year’s final competition without re-entering the preliminary stage 
and is the 2010 alternate if Shusta declines the scholarship. 

This year's finalists also included Robert Alexander of San Pedro, 
California, Andrew Steingiser of Malden, Cynthia M. Dorta-Quinones 
of Allston and Karen Blanchard of Philadelphia. 

Forty-three competitors participated in the preliminary competi- 
tion. They were asked to design a film archive and outdoor theater for 
a site in Boston's Chinatown that is home to “Films at the Gate,” an 
annual outdoor film festival. 

Six finalists then moved forward into the second stage of the design 
competition, where they were charged with cementing Boston City 
Hall as an important modern artifact and incorporating a Boston 
History Museum within the mixed-use building. 

Visit rotch.org to view Shusta’s winning proposal and to view a 


Boston.com slideshow featuring all six finalists’ designs. 


Creating civic intimacy 


June 16, 6:00 pm 
Free and all are welcome 
Boston Public Library 
Rabb Lecture Hall 
architects.org/lectureseries 


“BUILDING UPON LOUIS 
KAHN’S NOTION that ‘the 
center is the cathedral of the 
city,’ my research focuses on 
how the city center should be 
accessible—allowing expression 
and an equal sense of belonging 
to all participants—as well as 
socially relevant, transcendental 
and concerned with everyday life 
in matters of both the individual 
and collective group,” says Josh 
Simoneau. 

As the guest speaker for 
ploring Design,” a BSA lec- 


ture at the Boston Public Library 
on June 16, Simoneau recounts his 
recent travels through Western 
Europe as the 2008 recipient of 
the prestigious Rotch Travelling 


Scholarship. He shares his inves- 
tigation of European civic spaces 
and how lessons learned from 
these places might be applied to 
improve Boston's civic realm. 


if. 


ae . 


"The thought is to bring some human scale to [Boston City Hall] that people see 


as missing now,” w 


jas how 2010 Rotch Travelling Scholarship recipient Christopher 


Shusta described his winning solution to The Boston Globe. Rendering by 


Christopher Shusta. 


Simoneau earned his Bachelor 
of Architecture degree from 
Syracuse University in 2007, 
where he graduated magna cum 
laude with a minor in econom- 


ics, While attending Syracuse, 
Simoneau was a member of a 
winning interdisciplinary design 
team for the “Off the Wall” 
competition, which marked the 
opening of Christo and Jeanne- 
Claude's The Gates installation. 
The winning entry, 
heART,” was installed on the 
facade of Syracuse University’s 
Lubin House in New York from 
February to March 2005. 
Previously employed at 
Michael Dennis & Associates 
and Koetter Kim & Associates 
in Boston, Simoneau has been 
involved in various urban design 


Syracuse 


and academic projects both na- 
tionally and internationally. His 
lecture begins at 6:00 pm at the 
BPL. There is no charge and all 
are welcome. View excerpts 

of Simoneau’s travel blog at 
rotch.org. 


Rendering by Joshua Simoneau based 
on Liberty Leading the People by 
Eugene Delacroix, 1830 
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Network and support a great cause— 
outside in the summer air 


me A 3 SPONSORSHIP AND NETWORKING OPPORTUNITIES ABOUND at 
the 22nd annual BSA Golf Tournament on July 13. 

This year's tournament, held at the Pinehills Golf Club’s 18-hole 
championship Nicklaus golf course in Plymouth, includes a mulligan 
raffle with cash prizes, driving and putting contests with gift certifi- 
cates from Pinehills and local restaurants, and a networking dinner 
and awards ceremony. 

Proceeds support BSA educational programs designed to elevate 
public awareness of design and construction. 

Space is limited for this intimate fundraising event. Find details, 
view sponsorship options and register now at architects.org/golf. 


Rain or shine, the best and brightest in the design and 
construction community always come out for the BSA's annual 
golf tournament. The course is impeccable, the networking 
opportunities are rampant and diverse, and the post-round 


meal, cocktails and raffles make for a perfect 19th hole. 


The AIA 2010 National Convention and Design Exposition is June 10 through 12 in Miami. 
Exploring “Design for the New Decade,” the event features more than 400 program offerings— 
including workshops, seminars, tours, expo education and countless networking opportunities. 

Visit aiaconvention.com for details. 
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Graduating students 
enjoy free BSA/AIA 
membership 


YOUNG DESIGNERS who join the BSA/AIA as stu- 
dents or shortly after graduating from architecture 
school enjoy both the benefits of membership and 
an exceptional network of colleagues and men- 
tors. Because we recognize the importance of this 
early connection, recent graduates (those who apply 
within one year of graduation) enjoy free BSA/AIA 
membership for the first year. 

If you know recent architecture-school graduates 
or young designers, tell them about the free and re- 
duced dues and encourage them to contact the BSA 
for membership information at 617-951-1433 X253 or 
membership@architects.org. 


Will clients find you 
in our directories? 


WHEN PEOPLE CALL THE BSA looking for refer- 
rals, we refer them to our online directories. Is 
your company’s listing up-to-date? Please check at 
architects.org/directories. 

Member architecture-firm administrators (the 
principal at each firm who is the BSA’s main contact) 
can log in to the website and update firm profiles. 

Corporate affiliate members should be listed in 
both the Corporate Affiliate Directory and 
theGuide. 

Not listed? You can join the BSA or check your 
membership status by contacting 
membership@architects.org or 617-951-1433 X253. 


Programs, events and deadlines 


May 12 ® “Conversations on Architecture” (page 4) 
May 19 @ Deadline for BSA Campus Planning Design Awards (architects.org/awards) 
May 19 & “Exploring Design” lecture (page 3) 


June 3 @ Deadline for BSA Unbuilt Architecture Awards (architects.org/awards) 


June 10-12 ™ AIA 2010 National Convention and Design Exposition (page 6) 


June 16 = “Exploring Design” lecture (page 5) 
June 17-27 = Common Boston (pages 1-2) 
June 24 ® Deadline for BSA Honor Awards (architects.org/awards) 
July 1 @ IDP Six-Month Rule takes effect (page 7) 


July 6 @ September/October 2010 ChapterLetter submission deadline 


July 13 @ BSA Golf Tournament (page 6) 
July 27 @ Deadline for AIA New England Design Awards (architects.org/awards) 
July 30 ® Deadline for Build Boston photo exhibits (architects.org/awards) 


BB award/grant/competition 
Mi Lecture/conversation 

Wi Reception/network event 
i Public program/convention 


Hi Editorial/listing submission 
Mi Workshop/study group 
Bi membership 

Wi Licensure requirement 


Continuing-education credit is 
offered at many BSA programs. 
Visit architects.org/news for details. 


Intern-architects: 


Document your IDP 


experience ASAP 


THE IDP SIX-MONTH RULE goes 
into effect for all intern-architects 
on July 1, ending the practice 

of retroactively documenting 
experience for IDP credit. Intern- 
architects (having established 

an NCARB record before July 1, 
2009) are encouraged to docu- 
ment their experience immedi- 
ately, as it will no longer be valid 
as of July 1, 2010. 

The Six-Month Rule requires 
all intern-architects to submit 
their training hours in report- 
ing periods of no longer than six 
months and within two months 
of completion of each reporting 
period. This rule is already in 
effect for intern-architects that 
established an NCARB record on 
or after July 1, 2009. 


The Placemaking Network, the Performing Arts Design Committee and 
The Actors’ Shakespeare Project co-host a tour and discussion, followed 
by an optional performance, at the Midway Studias Theater (Finegold 
Alexander + Associates, architects). Photograph by Jeff Adelberg. 


Upcoming committee agendas and speakers 


architects.org/news 
architects.org/calendar 
architects.org/committees 


ALL BSA COMMITTEES are 

free and open to everyone. Visit 
architects.org/news for details on 
these and other upcoming meet- 
ings. RSVP for lunch and evening 
meetings to rsvp@architects.org 
or 617-951-1433 X221. All meetings 
are at The Architects Building 
unless otherwise noted. 

The Design for Aging Com- 
mittee hosts A. Jason Geisinger 
of Metro Health Foundation, 
Cornerstone Healthcare 


Foundation and RainbowVision 
and Marc Maxwell AIA of 
Maxwell Architects on May 18 
at 5:15 pm for a presentation on 
planning and design issues for the 
aging GLBT community. 
Architect and MIT profes- 
sor Jan Wampler AIA and local 
Haitian activist Gerthy Lahens 
join the Housing Committee 
on May 21 at 8:30 am to discuss 
their work on a response to the 
devastating earthquake in Haiti 
and how architects can respond 
to natural disasters. 
Gather for a theater walk- 
through and a moderated discus- 


sion on space, place and theater 
with the Placemaking Network, 
the Performing Arts Design 
Committee and The Actors’ 
Shakespeare Project on May 27 
at 5:00 pm at Midway Theater (15 
Channel Center Street, Boston). 
An optional Shakespeare perfor- 
mance of Timon of Athens begins 
at 7:30 pm and discounted tickets 
are available by calling 866-811- 
411 with promo code “Architect.” 
The Interfaith Forum on 
Religion, Art and Architecture 
meets at The Architects Building 
on May 19 at noon to hear from 
Edwin Rambusch of Rambusch 


Lighting on weaving light with 
architecture. The group also tours 
Trinity Church on June 4 at 1:00 
pm and the Cathedral of the 

Holy Cross on June 5 at 11:00 am. 
RSVP by May 31 to c_r_whittle@ 
hotmail.com. 

The Construction Administra- 
tion Roundtable looks at MEP 
systems commissioning for archi- 
tects on May 14 at 8:00 am with 
Paul Banks of B2Q and exterior 
enclosure field practices on June 
11 at 8:00 am with Henry (Bob) 
Heywood and Richard Keleher 
AIA of Thompson and Lichtner 
Company. 
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McKee awarded highest BSA honor 


Photograph courtesy of SMMA/ 
Symmes Maini & McKee Associates. 


JON D. MCKEE AIA has been named the 2010 
recipient of the BSA Award of Honor, the most 
prestigious BSA honor bestowed on an individual. 
This award recognizes extraordinary contributions 
to the profession and the communities we serve over 
an extended period of time. 

McKee made his professional mark as a found- 
ing partner in 1958 of the Cambridge architectural 
firm SMMA/Symmes Maini McKee. However, his 
primary philanthropic endeavor has long been the 
Lyceum Fellowship, a competitive travel program 
he established in 1985 and has funded these past 25 
years. 

As a young man, McKee was fortunate to have 
been able to travel abroad as part of his upbring- 
ing and education and always felt these experiences 
broadened his outlook on the world and enriched 
his insights about design. As a professional archi- 


tect and businessman, he felt an interest in helping 
young architects develop their creative and intel- 
lectual skills and focused on travel as a means of 
doing so. 

‘The idea for the fellowship was two years in the 
making. McKee settled on the notion of holding a 
design competition for students from a cross-section 
of diverse and dynamic architectural schools as the 
means of providing travel opportunities to insight- 
ful students during the academic years. 

“We believe his quiet, long-term commitment to 
sponsoring and mentoring students and young ar- 
chitects merits this high honor and the recognition 
of the Boston architecture community,” wrote the 
BSA’s Awards and Honors Nominating Committee. 

McKee received the BSA award at the 25th an- 
niversary celebration of the Lyceum Fellowship in 
April. 


The National Organization of Minority Architects (NOMA) brings its national Conference 
and Expo to Boston next fall! The Boston chapter of NOMA (BosNOMA) hosts “Reinvent, 
rebuild, reconnect: Innovation can happen through turbulent times” on October 7 through 9, 
at the Boston Copley Marriot Hotel (110 Huntington Avenue). Seminar proposals are being 


accepted through June 15 at noma.net. 


BSA nominee receives honorary AIA 


FORMER MARYLAND 
GOVERNOR Parris Glendening 
has been named a 2010 honorary 
member of the AIA—one of the 
highest honors bestowed by the 
AIA upon a person outside the 
architecture profession. 
Glendening is the founder and 
president of the Smart Growth 
Leadership Institute, a nation- 
wide coalition of nearly 100 orga- 
nizations. He travels the country 
advising governors, other elected 
officials, state and community 
leaders, architects, planners and 
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developers about the dangers of 
urban sprawl and its effect on our 
health, prosperity and communi- 
ties. 

While governor from 1995 
to 2003, Glendening supported 
smart-growth objectives with 
an aggressive plan and the state 
budget, and his legacy has been 
a fundamental shift in the para- 
digm through which many states 
and communities now approach 
design. 

In his letter of nomination, 
James Batchelor FAIA, the BSA’s 


2009 president, wrote: “The in- 
novations that arose within his 
administration have generated 
an entire body of research and 
literature on smart-growth policy, 
fueling a movement that helps to 
shape communities and informs 
related design philosophies like 
New Urbanism and livability.” 
The AIA jury agreed. “He is 
incredibly forward-thinking; he 
understood and used the tenets of 
smart growth long before many 
others in the architecture profes- 
sion,” they wrote. 


/fame 


People and firms 


Stefan Chaires AIA of Arrowstreet 
became a registered architect and 
was promoted to associate. David 
Burn (1) has become a LEED BD+C- 
accredited professional 


Jason Forney AIA, LEED of Bruner/ 
Cott & Associates presented on 

the new LEED Platinum Institute for 
Global Citizenship at Macalester 
College at the NESEA conference. 
The firm welcomes senior project 
managers Susan Morgan AIA, LEED 
AP, Gretchen Neeley and Michael 
Heise. 


Steve Imrich AIA, LEED AP of 
Cambridge Seven Associates was 
a panelist at the Energy Efficiency 
Opportunities in New and Existing 
Buildings event. 


WPI's East Hall, designed by Cannon 
Design, was the 2009 Green Judges’ 
Choice recipient in the Green 
Education Design Showcase in the 
Building as a Teaching Tool category 
for its innovative, integrated research 
tools computing to the design of 
the residence hal 


Several former principals of 
international design firm Cubellis 
have formed ci design, with offices 
in Boston, Baltimore and Dubai. The 
firmn’s roster includes mixed-use, 
retail, hospitality and residential 
projects. Visit its website at ci- 
designinc.com 


The Northeast Sustainable Energy 
Association (NESEA) appointed 
Marc Sternick AIA, LEED AP (2) of 
Dietz & Company Architects to its 
board of directors. 


Einhorn Yaffee Prescott 
Architecture & Engineering 
promoted John Tobin RA, LEED AP 
(3) to director of architecture and 
Tyson Curcio LEED AP (4) to director 
of project delivery, 


Ellenzweig's Michael Lauber FAIA 
(5) was elected to the AIA College of 
Fellows. He will present “The Power 
of Community and Place—Medical 
Education in West Michigan” at the 
SCUP 45 Conference in July. The firm 
welcomes associate principal Jim 
Blount AIA, LEED AP (6), who was 

a featured speaker at the 2010 Lab 
Design Conference. 


The American Association of 
Museums published an article co- 
written by Elizabeth Wylie LEED 
AP (7) of Finegold Alexander + 
Associates on the sustainability 
aspects of museums. The 

firm received an Excellence in 
Construction Award and the 
Worcester Chamber of Commerce's 
Silver Hammer Award for the 
renovation and restoration of Tufts 
University's Agnes Varis Campus 
Center in Grafton 


Goody Clancy's David Dixon FAIA 
discussed “An Innovative Plan 

for Workforce Housing: Planning 

for Walkable Urbanity” at the ULI 
Council's Walkable Neighborhoods- 
Made Possible by Workforce 
Housing Conference; was a keynote 
speaker at the AIA Denver Urban 
Design Conference; was featured in 


a podcast on the masterplan of New 
Orleans at urbandesignpodcast. 
com; wrote articles on density for 
The Center for Transit-Oriented 
Development's Half-Mile Circles 
blog; and spoke at the 2010 National 
APA Conference on "New Orleans 
21st Century Master Plan,” “Fast 
Presentations: The Great American 
Suburb,” “Making the Case for 
Density” and “Making Suburbs 
Sustainable and Competitive.” 

The New Orleans masterplan was 
approved by the City Planning 
Commission. David Spillane AICP, 
RIBA spoke at the 1000 Friends of 
Connecticut conference. Ron Mallis 
presented “A City-Building Vision 
for the Hamilton Canal Project 

and the Neighborhoods” at the 
BSA Urban Design Committee's 
meeting, At the National APA 
Conference, Mary Means spoke on 
“Citizen Empowerment and Post 
Katrina Master Planning,” Larissa 
Brown PhD, AICP spoke on “New 
Orleans 21st Century Master Plan” 
and Ben Carlson LEED spoke on 
“Making Suburbs Sustainable and 
Competitive.” 


Harry Wheeler AIA (8) of Group 
One Partners has become a LEED- 
accredited professional 


GUND Partnership's John Prokos 
FAIA, LEED AP (9) spoke at the U.S. 
Institute for Theater Technology 
national conference. Holly Miller 
AIA, LEED AP (10) presented 
Kenyon College Peirce Hall at the 
National Association of College 
and University Food Services 
Midwest regional conference. The 
Ohio State University Thompson 
Library received an AIA Columbus 
Merit Award and was exhibited at 
the American Library Association 
midwinter meeting and published 
in the Library Journal Architecture 
Showcase. The new UMass-Amherst 
studio arts building is featured in 
Greening The Valley: Sustainable 
Architecture in the Pioneer Valley, an 
exhibit at the UMass-Amherst Fine 
Arts Center. 


Hadley Crow Studio's two-family 
structure in Truro for Highland 
Affordable Housing of Truro has 
been certified LEED Platinum. The 
Town required the design to match 
the style and massing of a firehouse 
that had previously occupied the 
site. 


ICON architecture received its 
SOMWBA.-certification as a woman- 
owned business enterprise (WBE). 
The Plant at 50/60 Valley Street in 
Providence, Rhode Island received 
a 2009 Merit Award for Design from 
ASLA Rhode Island 


KlingStubbins promoted John P. 
Jackson RA, LEED AP to associate. 
Sarah Vekasy AIA, LEED AP (11) 
co-led one of the nation’s largest 
assemblies on BIM information 
exchange, the Winter BIMForum, an 
AGC task force, Vekasy serves on the 
BIMForum's Leadership Committee, 
as the Emerging Leaders Subforum 
co-chair along with John Tocci, Jr. 
Scott Simpson FAIA, LEED AP was 
a featured speaker at the Design 
Futures Council Conference on 
design strategy. 


Andrea Leers FAIA of Leers 
Weinzapfel Associates 
accompanied her Harvard GSD 
spring studio to Paris for “Beyond 
Paris [suite]: a New Campus for 
the University of Paris South XI at 
Saclay.” 


Meyer & Meyer Architecture and 
Interiors received a 2009 Prism 
Award for its Balinese master suite 


Moshe Safdie and Associates 
promoted Charu Kokate, Ori 
Rittenberg and Juan Villafane RA, 
LEED AP to associates 


Next Phase Studios completed an 
invited competition for the Gui River 
sustainable masterplan in Beijing, 
China. The firm's proposal was for a 
net-plus energy project with all water 
and waste developed and treated 
on-site to be developed this year. 
Rick Ames AIA was the plenary 
speaker at the BEST-2 conference 
for the Building Enclosure Council 
in Portland, Oregon, speaking on 
integrating daylighting into design. 


Olson Lewis Dioli & Doktor 
Architects & Planners opened its 
second office in Ipswich. The firm 
participated in Wavepaint Gallery's 
Structural Forms exhibit; Chris 
Doktor AIA (12) was the featured 
speaker at the opening reception. 


O'Neil Pennoyer Architects 
received an AIANH Honor Award 
for its cohousing community in 
Peterborough, New Hampshire. The 
LEED Platinum-certified project, 

a planned neighborhood and 
community-supported agriculture 
(CSA) farm for 29 families, is heated 
with a central wood-pellet-fired heat 
plant 


rauhaus freedenfeld & associates 
received the 2010 Hospital of 

the Year award for the Red Bank 
Veterinary Hospital in Tinton 

Falls, New Jersey. The project was 
published in Veterinary Economics 
magazine 


Shepley Bulfinch welcomes Jay 
Verspyck LEED AP (13). Carole 
Wedge FAIA, LEED AP presented at 
the ABA's Bricks & Bytes conference 
and at the AUDE Conference at 
Queen's University, Belfast, Northern 
Ireland. Jennifer Aliber AIA, LEED 
AP presented on patient-room 
design at the ASHE PDC. Tom 
Kearns AIA, LEED AP and Steve 
Erwin AIA, LEED AP (14) presented 
on the Johns Hopkins Decker Quad 
at the SCUP Mid-Atlantic conference. 
Angela Watson AIA, LEED AP 
wrote about Concord Hospital in 
Healthcare Design. 


Signer Harris Architects welcomes 
Raffe Khazadian AIA, Sean Cullen 
and James Riefstahl. 

Anastasia McVey returns to SMMA/ 
Symmes Maini & McKee Associates 
as a senior interior designer and 
interiors department manager. Ara 
Krafian PE spoke about sustainability 
in commercial real estate at the 
Rhode Island Real Estate Market 
Overview sponsored by CB Richard 
Ellis. 


Portrait credits, this page: 
2, James Langone. 

3-4, EYP. 

5-6, Ellenzweig. 

7, Bruce Rogovin. 

8, Arturo Photography. 

9, Chuck Choi. 

10, Mark Ostow. 

11, KlingStubbins. 

12, Terri Unger Photography. 
13, Kat Nania. 

14, Liz Linder. 
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TRO Jung|Brannen is celebrating 
its centennial with the launch of an 
anniversary website: trojungbrannen. 
com. The firm received an AIA 

Merit Award for the design 

of a 101-bed South Tower for 

Shelby Baptist Medical Center in 
Alabaster, Alabama, including NICU 
renovations, a cardiology addition 
and medical office buildings. Paul 
Fallon RA, LEED AP (15) passed 

the Evidence Based Design exam. 
David Huang AIA, LEED AP (16) 
and Dave Bourassa LEED AP (17) 
were promoted to senior associates, 
and Bernadette Muncy AIA, LEED 
AP, Chris Marston, Emmeline Yeo 
AIA, LEED AP, Gary Sherman LEED 
AP, Irina Elkins LEED AP, Jim Polando 
PE, Kirk McIntosh Assoc. AIA, Lee 
Wuelfing and Tara Redman were 
promoted to associates 


Tsoi/Kobus & Associates’ 
Community Build project at Putnam 
Place was profiled in Design New 
England, David Owens AIA (18) 
was interviewed in Building Stone. 
Sapir Ng AIA (19) and Andrzej 
Zarzycki, assistant professor at New 
Jersey Institute of Technology, 

won the inaugural SHIFTboston 
ldeas Competition for their entry 
Tremont Underground Theater 
System (TUTS), which was featured 
in Metropolis, World Architecture 
News, Design New England and 
the Boston Herald. Eddie Barnett 
IDA, LEED AP (20) has been named 
chair of the 2010 IIDA New England 
Design Awards. Sara Mills-Knapp 
LEED AP (21) has been selected 

by the Green Building Certification 
Institute for its new Continuing 
Education Advisory Group. 


Wilson Architects promoted 
Jeffrey Puleo AIA, LEED AP (22) to 
associate principal and Scott Lebow 
AIA, LEED AP (23) to associate. 
The firm welcomes architectural 
designers Michael Maloof Assoc. 
AIA, LEED AP and Jason Frontera. 
The renovation of the University 

of Chicago's Searle Chemistry 
Laboratory received LEED Gold 
certification. It is the first LEED- 
certified building on the university's 
campus. 


XChange Architects was featured 
in an article on emerging practices 
in Architect magazine. Derrick 
Choi AIA, LEED AP (24) presented 
“Tripod MOD(ule),” the firms 
UrbanSHED finalist concept for 

a new construction shed design, 

at the New York AIA’s Center for 
Architecture. 
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New work 


Ann Beha Architects has begun 
planning and design for the 
restoration of the Durant-Kenrick 
Homestead in Newton. Plans include 
a restoration of the house and 
surviving landscape features as well 
as construction of a new Education 
and Orientation Center for the 
Newton Historical Society/Historic 
Newton. The firm also is working on 
a multidisciplinary masterplan for 
Blithewold Mansion, Gardens and 
Arboretum, a 33-acre historic site 
listed on the National Register of 
Historical Places in Bristol, Rhode 
Island. 


Arrowstreet is working on an on-call 
contract with the City of Springfield. 


Bruner/Cott & Associates’ MIT 
Sloan School of Management is 
under construction in Cambridge. 


Cannon Design is working with 
Tufts School of Medicine to 
transform existing shell space into 
laboratory research space to support 
neuroscience research 


Choo & Company completed 

a building rehab project for DL 
Development. Eight residential 

units on Marlborough Street were 
converted into five luxury condos 
with a new roof-deck overlooking the 
Boston skyline. 


CUBE 3 Studio finished construction 
on the new LEED Silver-certified 
Customer Care Center for CVS 
Caremark Retail Pharmacy. 


DiMella Shaffer is working on the 
renovation of Fraunhofer Institute 
in Cambridge, including the 
design of its Center for Sustainable 
Environments headquarters, 
laboratory and interior spaces; 

the Boston College McGuinn 

Hall renovation; and an interior 
masterplanning project at Orchard 
Cove. The firm completed the LEED 
Gold-certified interior design for 
Nixon Peabody's Chicago office 


Einhorn Yaffee Prescott 
Architecture & Engineering is 
designing additions and renovations 
to Trinity University’s science and 
engineering facilities in San Antonio, 
Texas. Taking inspiration from the 
idea that limestone can act as a 
natural geological aquifer and has 
been used to construct manmade 
systems to transport water, the firm 
incorporated an interior limestone 
wall into its design 


Ellenzweig and OPN Architects’ new 
Biological Pharmaceutical Complex 
for the University of Kentucky's 
College of Pharmacy was dedicated. 


Finegold Alexander + Associates 
completed the renovation and 
expansion of Bryn Mawr College's 
Performing Arts Center, built in 1928 
by Mellor, Meiggs, and Howe. 


Group One Partners is working on 
an Element hotel in Miami, striving 
for LEED Silver certification. 


GUND Partnership is working on 
the Arts @ USM programming, 
planning and concept designs for 
the music, theater and arts facilities 
at the University of Southern Maine 
in Gorham. 


Kallmann McKinnell & Wood 
completed and is seeking LEED 
certification for the new three- 
building complex at the University 
of California/Santa Barbara with Leo 
Daly, including the social sciences 
and media studies and education 
buildings as well as the Pollock 
Theater. 


The University of Michigan's 

Health System's Brehm Center 

for Diabetes Research and the 
Brehm Tower at the W.K. Kellogg 
Eye Center Complex, designed by 
KlingStubbins, is now open and 
includes eight stories housing seven 
eye-care clinics with new suites for 
refractive surgery and cosmetic 
surgery. Large windows and glass 
panels on the building's facade allow 
natural light to fill the clinics and 
common space, of particular benefit 
to patients whose vision is impaired. 


McMahon Architects is one of 

the on-call architects in a three- 
year contract for a global financial 
services firm and will provide 
architectural services for all small to 
medium-size build-out projects for 
the firm's retail locations throughout 
the Northeast region. The firm's New 
Balance Marine Mammal Center 

at the New England Aquarium is 
complete. The addition, together 
with a terrace designed by the 
Halvorson Design Partnership, 
provides the aquarium with new 
major public spaces facing the 
Boston Harbor. The center has 
translucent canopies sheltering an 
expanded pool and a visitor walkway 
separated from the exhibit’s colony 
of northern fur seals with an infill of 
glass screens. 


Construction is underway for 
Shepley Bulfinch's Anderson 
Student Center at the University of 
St. Thomas in St. Paul, Minnesota, 
completed with Opus. 


Signer Harris Architects completed 
renovations to MIT's Barker Reading 
Room. Current work includes an 
on-call architecture services contract 
with Biogen Idec; multiple projects 
for Pfizer; and an operations center 
for Genzyme in Northborough that 
will seek LEED Gold certification. 


SMMA/Symmes Maini & McKee 
Associates’ entry to Providence 
College's Slavin Student Center 

is now open and includes a glass- 
enclosed lobby and rooftop 
photovoltaic cells that power the 
transmitter for student radio station 
WDOM. 


Spagnolo Gisness & Associates is 
working on Sitkowski School Senior 
Housing with DiMella Shaffer; 

CHB ambulatory enhancement with 
Steffian Bradley Architects; UMass 
Medical Center parking facility in 
Worcester with Desman Associates; 
Schrafft Center's second/fourth 
floors for Partners with David 
Saltzman; HVMA Chelmsford 
projects with JACA Architects; 
Dartmouth Thayer dining hall with 
Bruner/Cott & Associates; Boston 
Commons garage with Simpson 
Gumpertz & Herger; and Jonathan‘s 
Landing with Minno & Wasko. 


TRO Jung|Brannen js working on 

a renovation project for Beth Israel 
Deaconess Hospital's East Campus 
Pharmacy, unveiled its design for 
Massachusetts’ new tier Ill data 
center in Springfield and completed 
WKNO's headquarters in Memphis, 
Tennessee. 


William Rawn Associates is 
designing a new performing arts, 
health and wellness center for the 
Winsor School in Boston, including 
a new 500-seat theater. The 
Cambridge Public Library, designed 
with Ann Beha Architects and the 
first U.S. project to incorporate 

all key ingredients of advanced 
European double-skin curtainwall 
technology—3’-0” deep airspace, 
multistory thermal flue and 
moveable 1’-0" deep sunshades—is 
now open. 


Portrait credits, pages 10 and 11: 
15-17, Betsy Cullen. 

18, Bruce Rogovin. 

19, Christopher Goldthwaite 
20, Benjamin Chung. 

21, Christopher Goldthwaite. 
22-23, Jeff Tamagini. 

24, XChange Architects. 

25, Bond Brothers. 

26, Eric Wright. 

27, GEI Consultants. 

29, VHB. 


Corporate 
affiliate news 


Acentech completed a research 
contract from the Transit 
Cooperative Research Program 
(Project D-12) to develop a dose- 
response relationship between 
exposure to ground-borne noise and 
vibration generated by rail transit 
systems and human annoyance. The 
firm is working on evaluating the 
DeNault Auditorium at Jamestown 
College's Reiland Fine Arts Center 
in North Dakota; architectural 
acoustics, mechanical-systems 
noise control and sound and 
communications systems design 

for a new teaching theater for the 
University of Southern Indiana 

in Evansville; and architectural 
acoustics and mechanical-systems 
noise-control consulting for a 

new Brattleboro Music Center in 
Vermont. Dr, Steven Africk and 
Robert Berens appeared on National 
Geographic Channel's American 
Paranormal show, investigating the 
acoustical presence of infrasound in 
an abandoned prison, the Eastern 
State Penitentiary in Philadelphia, 
that is considered haunted. 


Advanced Signing is providing the 
base building signage for Fan Pier 
with Turner Construction; tenant 
signage for Bristol Myers Squibb in 
Devens with Parsons; and tenant- 
sign design services for KPMG’s new 
offices with Perkins + Will. 


A.J. Martini completed an interior 
renovation project for the American 
Red Cross of Massachusetts Bay 
Boston with Jansen Chang Design. 


Acentech, Bond Brothers and 

Elkus Manfredi Architects provided 
consulting, design and construction 
services for Emerson College's 
Paramount Center project in 
Boston's Theater District. Bond 
Brothers named Kevin Noval (25) 
director of information technology. 
The firm's work includes MIT Chillers 
9, 10 with Ellenzweig; Dartmouth 
Life Sciences with Bohlin Cywinski 
Jackson; UMass Memorial Medical 
Center Children’s Center with DW 
Arthur Associates Architects; Boston 
Medical Center ED with Tsoi/Kobus 
& Associates; Holy Family Hospital 
upgrades with TRO Jung|Brannen; 
MIT Media Lab expansion with Maki 
and Associates and Leers Weinzapfel 
Associates; Holy Cross Integrated 
Science Center with Einhorn Yaffee 
Prescott Architecture & Engineering; 
Roger Williams University Residence 
Hall with Perkins + Will; Braintree’s 
Watson generating station; Terminal 
B&C ramps at Logan Airport; 
Harvard University northwest 

yard utilities and Holyoke Center 
power upgrade; MIT Albany Street 
utilities; Pilgrim nuclear-power 
security upgrades; Northeast 
Utilities Long Mountain substation 
and Middletown to Norwalk 345kV 
transmission project; MWRA Deer 
Island heat loop; NGrid Kent County 
substation; and Trigen/Veolia Boston 
steam projects. 


Carol R. Johnson Associates is 


working on landscape guidelines 
for the three campuses of UMass/ 


Lowell; masterplanning and phased 
site improvements at the West End 
Apartments at Longfellow Tower 

in Boston with Elkus Manfredi 
Architects; developing the concept 
design for Main Street revitalization 
in Concord, New Hampshire with 
Hoyle Tanner; securing site-plan 
approval for the Conifer Hill Housing 
Development in Danvers with BH+A 
Architects; design improvements to 
Salem State College's preschool's 
playground; a facilities masterplan 
for SUNY Old Westbury State 
College in Old Westbury, New 

York with Goody Clancy; and site 
restoration for the Jesus Christ of 
Latter Day Saints Meeting House on 
Longfellow Park in Cambridge with 
Tsoi/Kobus & Associates. 


The Connecticut Associated Builders 
and Contractors awarded C.E. Floyd 
Co. first place in the Institutional 
Small Projects category for its work 
at Fairfield Country Day Lower 
School with Peterman Architects. 
The firm is working on construction 
of anew pumphouse with Mashek 
MacLean Architects and renovations 
to the manager's house at The 
Country Club, and new virtual 
training centers in Londerry, New 
Hampshire and Devens with URS 
Corporation. 


Columbia Construction served 

as CM for Phase | of a facade 
renovation project for the Marriott 
Residence Inn on Tudor Wharf in 
Charlestown with Pyramid Advisors, 
Newbury Design Associates and 
Simpson Gumpertz & Heger. The 
firm presented a poster session 

at CleanMed’s conference and 
received a Silver Excellence Award 
from the Insulating Concrete Form 
Association for the use of ICFs for 
its Yawkey Sports Training Center 
project in Marlborough. 


Commodore Builders completed 
the build-out at Riverside Center 
for Tech Target's new headquarters 
in Newton, designed by VCA. 

Also in the building, renovations 
were made to Riverside’s fitness 
center and Rebecca's café and 
build-outs were completed for 
Rocket Software and UGL Unicco. 
Projects include architectural 

and mechanical renovations for 
ACE Insurance offices at 33 Arch 
with Baglivo Associates; MIT 
elevator modernization deferred- 
maintenance program; a complete 
renovation of Wellesley College's 
Towers Court Servery with 
Livermore Edwards & Associates; 
AIR Worldwide renovation with 
Packard Design; design/build for 
Sal's Pizza at 150 Tremont Street 
with Souza Design; the expansion 
of Dedham Medical Associates’ 
existing orthodontic program at 
Norwood Center with Steffian 
Bradley Architects; renovations for 


Salem Five Cents Savings Bank's 
Danvers branch and construction of 
a new disaster-recovery room with 
emergency back-up generator in 
Woburn with Scott Towne Architects; 
and a tenant interior build-out for 
SEIU on Talcott Avenue with SGA. 


Copley Wolff Design Group 

and EDAW’s Rose Kennedy 
Greenway was featured in Water 
Shapes magazine. The firm is 
working on Austin’s Second Street 
streetscape project in Texas; a 
study of Mountfort Avenue and the 
redesign of a 3/4-mile stretch of 
Commonwealth Avenue with BETA 
Group; landscape architecture 
services for a new high school in 
Methuen with Finegold Alexander 
+ Associates; and design services 
for Falmouth’s traffic improvement 
project on Route 28 with Greenman- 
Pedersen. The firm completed 
design and planting review of Phase 
| of Somerville’s Assembly Square 
for Federal Realty Investment Trust 
with Street-Works and VHB/Vanasse 
Hangen Brustlin and the design 

of LEED Silver-certified courtyards 
for Pope and Scott dormitories at 
Bridgewater State College with 
Pfeufer/Richardson Architects. The 
firm's project with ADD Inc., The 
Carpenters Center, a new Dorchester 
headquarters for the Carpenters 
Union, is now open. 

Dakota DesignStaff welcomes 
director of business development 
and social media Jeff Simeone (26). 


Erland Construction completed 
SMMA/Symmes Maini & McKee 
Associates’ new Richard B. Flynn 
Campus Union at Springfield 
College and the new six-story 
Leonard Florence Center for Living 
in Chelsea, the first nursing facility 
built in Massachusetts in 13 years, 
for the Chelsea Jewish Nursin 
Foundation with DiMella Shaffer. 
The firm is working on renovations to 
Judd Gymnasia—the oldest building 
on Springfield's campus and home 
to the original YMCA Center—into 
the Stitzer YMCA Center, featuring a 
museum and the YMCA Hall of Fame 
and The Retreat at Union Pond in 
Wareham for The Gatehouse Group 
with Vitols Associates. 


The New York City Brownfield 
Partnership elected Susan Boyle (27) 
of GEI Consultants to its board of 
directors. The firm, as a Brownfield 
Partnership member, has agreed to 
make a substantial effort to provide 
a series of benefits to New York City 
communities on an annual basis and 
has also hired several graduates 

of the Partnership's unskilled- 
worker training program to staff its 
expanding brownfields practice. 
Howard/Stein-Hudson Associates 
is providing the San Francisco 
County Transportation Authority 
with online social-media site services 


and outreach support services 

for its recently released Mobility 
Access and Pricing Study; working 
with Halvorson Design and the City 
of Quincy to transform an existing 
urban arterial into Adams Green, 

an active town green in Quincy 
Center; transportation permitting 
for the new integrated sciences 
complex at UMass/Boston; and 

the reconstruction of Dorchester 
Avenue. The firm is now certified as 
a sustainable business leader from 
the Sustainable Business Network of 
Greater Boston. Kathy Stein received 
the Jane F. Garvey Transportation 
Leadership Award from UMass/ 
Amherst ITE Student Chapter in 
recognition of her outstanding 
leadership affecting women in 
transportation as well as remarkable 
contributions to the field. 


Jones Lang LaSalle is working 

on the Boston University Conte 
Center for Biomedical Research at 

71 East Concord Street, Boston; 
Pathology Laboratory for Boston 
Medical Center at 670 Albany Street; 
an interior assignment for Tufts 
University's Tisch Library in Medford; 
T.l. for Medtronic in Littleton; a LEED 
Cl-registered build-out for KPMG 

at Two Financial Center; Phase I! 

of the window replacement and 
facade upgrade at 99 High Street for 
TIAA-Cref; Keurig in Reading; and 
new construction for EMD Serono 

in Billerica. The firm completed 

an interior build-out for Cadence 
Design Systems in Chelmsford; T.I. 
for STAX at One Exeter, Boston; 
Aetna in Waltham; and multiple 
interior assignments for Boston 
Scientific in Natick and Quincy. 


Midland Construction’s work 
includes renovations for Loomis 
Sayles & Company at One Financial 
Center; office renovations for 
BayNorth Capital at OFC with Dyer 
Brown & Associates; renovations 

at 18 Tremont Street for Costa & 
Riccio and YMCA with Fusion Design 
Consultants; and renovations at 
Harvard Medical School's Groton 
Hall for Johnson Controls. 


Nitsch Engineering hosted its 
ninth annual Introduce a Girl to 
Engineering Day, partnering with 
R. G. Vanderweil Engineers, 

Kid Wind and First Wind to show 
6th- through 12th-grade girls how 
renewable energy sources can help 
the environment. The firm hosts a 
seminar on “Getting Survey Results 
that Work” in May. Judith Nitsch PE, 
LEED AP BD+C and Nicole Holmes 
PE, LEED AP BD+C presented 
“Stormwater Master Planning and 
LEED" to Princeton University's 
A/E/C staff. 


RLB|Rider Levett Bucknall is 
celebrating its 225th anniversary. 
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The House of Blues (above), designed by Cambridge Seven 
Associates, was nominated for two Pollstar Entertainment 
Industry Awards: Nightclub of the Year and Best New Major 
Concert Venue. The venue sold more tickets in 2009 than any 


other concert venue in the world. The firm, which designed 


Hard Rock venues in Boston, Las Vegas and Waikiki, received 
Project Development Partner of the Year from Hard Rock 


International. Photo: Kwesi B. Arthur. 


Hutker Architects completed the first LEED-certified 
single-family custom home on Martha's Vineyard. Photo: 


Brian Vanden Brink. 


R.W. Sullivan Engineering's 
projects include Jackson Square 
with Prellwitz/Chilinski Associates; 
BioPharma in New Brunswick, New 
Jersey with CSCS Corp; National 
Grid study in Malden with Spagnolo 
Gisness & Associates; Sitkowski 
School Senior Housing with 

DiMella Shaffer; CHB ambulatory 
enhancement with Steffian Bradley 
Architects; UMass Medical Center 
parking facility in Worcester with 
Desman Associates; Schrafft Center 
second/fourth floors for Partners 
with David Saltzman; HVMA 
Chelmsford projects with JACA 
Architects; Dartmouth Thayer dining 
hall with Bruner/Cott & Associates; 
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Fumihikio Maki and Associates and Leers Weinzapfel Associates’ MIT Media Lab (above) was dedicated. 
The firm completed construction documents on the new social sciences and classroom buildings at the 


University of Connecticut, and the new Taunton Trial Court and the Dudley Square Police Station are in 
construction. Photo: Anton Grassl/Esto. 


Cannon Design provided complete design services for the LEED Silver-certified Richmond Olympic 
Oval, a signature speed-skating venue for the 2010 Winter Olympic Games. Beyond serving as a 
catalyst for the transformation of Richmond's riverfront into a high-density, urban neighborhood, the 
506,000-sf oval will serve as an International Centre of Excellence for Sports and Wellness and asa 
future venue for community events. Photo: courtesy of the city of Richmond, Vancouver. 


Boston Commons Garage with 
Simpson Gumpertz & Heger; and 
Jonathan's Landing with Minno & 
Wasko. 


Shadley Associates’ work includes 
plaza design for a new building for 
the University of North Carolina in 
Charlotte with KieranTimberlake; a 
house-doctor contract at UMass/ 
Amherst; an on-call contract for 
landscape architecture with the 
Malden Redevelopment Authority, 
urban planning and design for 
downtown Brockton; a new phase of 
construction at Woodford Reserve 
Distillery near Lexington, Kentucky, 
a new residential estate in Louisville 


Kentucky; and design review 

at Sonoma-Cutrer Vineyards in 
California. Uma Sankar and Brendan 
Carey became licensed landscape 
architects. 


Souza, True and Partners 
completed construction documents 
for the structural design of a new 
addition to the Museum of Discovery 
and Science in Fort Lauderdale, 
Florida with Cambridge Seven 
Associates. The firm is providing 
structural design documentation for 
the Lynn Community Health Center 
with HDR|Warner + Associates and 
construction administration for the 
Boston Collegiate Charter School 
with Miller Dyer Spears 


Stantec’s work includes 
masterplanning services for 

SUNY Alfred Ceramics, SUNY 
Morrisville and SUNY Fredonia, 

all with Chan Krieger Sieniewicz 
masterplanning services for Old 
Colony Redevelopment with Beacon 
Communities Development; athletic 
design for Burlington High School 
varsity field renovations; site design 
for the National Park Service at 

Fort Christensted, St. Croix, Virgin 
Islands; recreation masterplanning 
for Catawba Park in Tega Cay, South 
Carolina; athletic field design for 
University of Waterloo’s Warrior 
Field ana stadium redevelopment in 
Ontario, Canada; park and athletic 
facility design and construction 


Goody Clancy is working with the Chiofaro Company ona vision and conceptual public realm plan for its 
nway; completing the Warwick, Rhode Island station plan; and consulting with 
the University of Washington/Seattle on campus planning and development partnerships The firm 
ompleted the Rafik B. Hariri Building, McDonough School of Business at Georgetown University in 
Photo: Anton Gi 


property along the Gr 


Washington, D.C. (above 


Polhemus Savery DaSilva Architects/Builders designed a 
whimsical children’s center for The Wequassett Resort and 
Golf Club on Cape Cod and the children’s program was 
chosen by Travel and Leisure magazine as one of the top 10 in 
the U.S. The firm redesigned its website, psdab.com. Photo: 


Randall Perry Photography. 


upport for enhancements to 
Park in New Rochelle, New York 
treetscape design for University 

f South Carolina’s Sumter Street, 

vil engineering and landscape 
architecture for the relocation of 
a historic train depot use asa 
nultimodal facility in Vergennes 
rmont; and on-call landscape 
architecture services for the next 
two years at the University of 
Connecticut. The Boston College 
Veterans Memorial was dedicated 
Joseph Geller has been promoted 
to vice president and Frank Holmes 
PE to senior associate. Step’ 
Plunkard FASLA is teaching “Green 
ielopment" at Green Mountain 


ity 


assl/Esto. 


Rappaport. Rendering: Neoscape 


Tocci Building is working on the 
conversion of a five-story 
ilding in Taftville (Norwich) 
Connecticut into 235 apartment 
units and const 
unit r 
Kendall Square area of Cambridge 
for Twining Properties. Laura 


t building in the 


Handler was named to Building 
Design + Construction’ list of the 40 

accomplished professionals in 
the A/E/C/O industry under the age 
of 40. View Handler's blog at bimx 


blogspot.com: 


VHB/Vanasse Hangen Brustlin is 


working 


on the new Massachusetts 
Device Development 
t UMass/Lowell with Burt 


onditions assessment 


Center 


Hill; ac 


The Philadelphia Holocaust 
Remembrance Foundation has 
commissioned Moshe Safdie and 
Associates to design a new Center for 
Human Rights Education on a small 
triangular park containing the 
Holocaust Monument by Nathan 


GUND Partnership's Armour Academic Center at 
Westminster School earned LEED Gold certification and 
received a Business New Haven’s Connecticut Green 


Business Award for its incorporation of geothermal 
technologies and also a Build Connecticut Award from the 
Connecticut Construction Industries Association. Photo: 


of the Bayside Expo Center for 
UMass/Boston with Commercial 
Construction Consulting; a new 
science building for the Berkshire 
School in Sheffield with Centerbrook 
Architects; design/permitting 
services to support the expansion 

of the Winsor 
with William Rawn Assc 
new ambulatory care center at Kent 
Hospital in Warwick, Rhode Island 
with Steffian Bradley Architec 
a new emergency expansion for 
the UVA Health System in Virginia 
with HOK; and a comprehensive 
transportation masterplan effort 

at George Mason University. Susan 
Sloan-Rossiter (28) spoke at the 
New England Board of Higher 


ciates; a 


Robert Benson Photography. 


rauhaus freedenfeld & associates received three national 
design awards for the Park Centre Animal Hospital in 
Alameda, California (above); the Veterinary Orthopedic 
Sports Medicine Group in Annapolis Junction, Maryland; and 
the Greek & Associates Veterinary Hospital in Yorba Linda, 
California. The projects will be published in Veterinary 
Economics magazine in May 2010, September 2010 and 
February 2011 respectively. Photo: Larry Falke 


Education's Sustainability Summit 
on carbon neutrality on campuses 
The American Institute of Certified 
Planners elected Ralph Willmer AICP 
(29) to its College of Fellows. 


Whitney-Veigas Architectural 
Products is designing signs for the 
Massachusetts’ Second Data Center 
in Springfield with Hecht Design, 
TRO Jung|Brannen and DCAM and 
designing and supplying signs for 
Brandeis University’s new Mandel 
Center, designed by Kallman 
McKinnell & Wood. 
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Obituaries 


Geoffrey Marshall Wooding AIA 
Geoffrey Marshall Wooding AIA, a principal at Goody Clancy, passed 
away on January 26 after a two-year battle with pancreatic cancer. 

Wooding grew up in Connecticut and attended the Architectural 
Association, London before completing his Bachelor of Architecture 
degree at Syracuse University School of Architecture. He spent the next 
six years working for prominent architects in Austria, Germany and the 
U,S., including Robert Krier, O.M. Ungers, Richard Meier and Partners 
and Kallmann McKinnell & Wood Architects. 

In 1985, Wooding joined Goody Clancy, where he spent the next 25 
years working on significant college and university buildings, mixed- 
income housing developments and award-winning student residential 
complexes. His projects include the Tent City apartment complex in 
Copley Square, the Koch Biology Building at MIT, Oak Hill mixed- 
income housing in Pittsburgh, the Undercroft at Trinity Church in 
Boston and more. Around the office, Wooding was known for guiding 
the firm’s younger staff members and being devoted to design. Even in 
his last months, Wooding continued to direct the designs of multiple 
new university science buildings and contributed to Goody Clancy 
being commissioned for a major college project just weeks before he 
passed. 

Wooding leaves behind a wife, Margit, and their sons, Maximilian 
and Sebastian. He loved traveling, skiing, sailing and windsurfing with 
his family, and he was a ski instructor at Stratton Mountain, Vermont 
for more than 25 years. 

Donations may be sent to Hospice of the North Shore, 75 Sylvan 
Street, Suite B-102, Danvers, MA 01923. 


Henry N. Wazan 
Former BSA member Henry N. Wazan of Barker Design Associates in 
Norfolk passed away on September 30. 

Wazan was a graduate of the Pratt Institute in New York with 
a Bachelor of Science in Architecture. He received his Master’s in 
Building Design from the University of Pennsylvania. 

He is survived by his wife, Patricia. Donations may be made in his 
memory to the Pratt Institute (200 Willoughby Ave., Brooklyn, NY 
11205) or the Oncology Dept of MetroWest Medical Center, 115 Lincoln 
St., Framingham, MA 01702). 
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Alexander “Sandy” Howe AIA 
Alexander “Sandy” Howe AIA, a principal at Shepley Bulfinch, passed 
away on December 18 at the age of 63. 

Asa teenager, Howe apprenticed with his uncle, the architect 
of Colonial Williamsburg. A 1970 graduate of Amherst College, he 
received his Master's in Architecture from Clemson University in 1980. 
Howe joined Shepley Bulfinch three years later and was named a princi- 
pal in 1992. He was a member of the firm's board of directors from 2001 
to 2004. 

Howe's design for the 2007 expansion of the Boole Library at 
University College, Cork, Ireland, received a 2008 International 
Architecture Award from the Chicago Athenaeum Museum of 
Architecture and Design. His design for the library and science build- 
ings at Albuquerque Academy in New Mexico won a National AIA/ 
ALA design award. In 2009 he was awarded an honorary Doctor of 
Fine Arts degree from Brooklyn College in recognition of his design 
achievements in academic architecture, including the 2003 expansion 
of the LaGuardia/Gideonese Library at Brooklyn College. Howe's most 
recent work, the Portman Family Middle School at the Lovett School in 
Atlanta, was dedicated in November 2009. 

Howe will be remembered for his gentle spirit, his good humor and 
his passion for the artistry of architectural design. He was involved in 
planning and design for academic and research institutions throughout 
the country, and trained a generation of architects invested in creating 
environments that enhanced the intellectual and social community of 
each institution. 

He is survived by his wife, Lisbeth, and their children, Augustus 
and Alice. Donations may be made to Tapestry Health, 296 Nonotuck 
Street, Florence, MA 01062. 


/membership 


Advanced to 
AIA Emeritus 


Michael Lesburg AIA 
Michael Lesburg, Architect 


Timothy Oldfield AIA 
Timothy J. Oldfield Architect 


Martha L. Rothman FAIA 
Rothman Consulting 


Advanced to FAIA 


Sho-Ping Chin FAIA 
Payette 


Bruce Coldham FAIA 
Coldham & Hartman Architects 
(Western Massachusetts AIA) 


Michael Davis FAIA, LEED 
Bergmeyer Associates 


David Hacin FAIA 
Hacin + Associates 


Michael Lauber FAIA 
Ellenzweig 


Hubert Murray RIBA, FAIA 
Hubert Murray Architect + 
Planner 


New AIA members 


Todd Beal AIA 
Wilson Architects 


Stefan Chaires AIA 
Arrowstreet 


Julia Davis AIA 
Anmahian Winton Architects 


Christopher James Genter AIA 
Utile 


Melissa Greene AIA 
HMEH Architects 


The BSA 

The BSA ChapterLetter is published bimon- 
thly by the Boston Society of Architects/AIA. 
The ChapterLetter is a service provided 

by AIA members in Massachusetts to the 
profession, the public and everyone else 
with a sense of humor or an interest in 
2\st-century America. For subscription in- 
formation, contact membership@architects. 
org or 617-951-1433 x228, 


Letters to the editor, suggestions, crit- 
icism and encouragement are welcome. 
Appropriate submissions are edited and 
published as space, temperament and 
prejudices permit. For complete submission 
specifications and deadlines, visit architects. 
org/chapterletter. 


Keith Lorrell Jones AIA 
TRO Jung|Brannen 


JaeJoung Kang AIA 
CBT/Childs Bertman Tseckares 


Debra Saks Kupka AIA 
Nashawtuc Architects 


Skender Luarasi AIA 
Finegold Alexander + Associates 


John Massengale AIA 
Architecture & Urbanism 


Megan McCrary AIA 


Andrea Morton AIA 
aMortonDesign 


Danielle Pactovis AIA 
Payette 


Robert Pahl AIA 


Fay L. Raynor AIA 
ICON architecture 


Daniel Steger AIA 


Advanced to AIA 
Norman Houle AIA 


Diana Lauring Ostberg AIA 
Burt Hill 


New International 
Associate AIA members 
Miho Mazereeuw Intl. Assoc. AIA 


New Associate 
AIA members 


Geoffrey Barter Assoc. AIA 
Shepley Bulfinch 


Vincent Boutaud Assoc. AIA 
Levi + Wong Design Associates 


The BSA 

The Boston Society of Architects/AIA is a 
nonprofit, professional service organization 
and has been an advocate of architectural 
excellence and public awareness of archi- 
tecture since 1867. Membership in the BSA 
is open to everyone. 


The Architects Building 

52 Broad Street, Boston MA 02109 
617-951-1433 ¢ 800-662-1235 
617-951-0846 (fax) 

architects.org 

800-965-3863 for advertising/sponsorships 


BSA officers 

Lawrence A. Chan FAIA, President 
Audrey O'Hagan AIA, Vice President 
Robert Hoye AIA, Treasurer 

Laura Wernick AIA, Secretary 


Mark Tedrow Assoc. AIA 
Taylor & Partners 


Nazneen Cooper Assoc. AIA 
Harvard University 


Tony Hernandez Assoc. AIA Valeri Tzvetkov Assoc. AIA 


The Jones Payne Group 


Oscar Hoehn Ill Assoc. AIA New to Boston 


Karen Hunt AlA 


Laura Irwin Assoc. AIA (Western Massachusetts AIA) 


Colin Kerr Assoc. AIA 


“iis A Bernard Hunt AIA 
William Rawn Associates Hill Engineers, Architects, 
Ronen Marcus Assoc. AIA Planners 
Partners HealthCare Systems (Western Massachusetts AIA) 
Caitlin Mckee Assoc. AIA Robert Kramer AIA 


UMass-Amherst 


Andrea Michael Assoc. AIA 
Dietz & Company Architects 
(Western Massachusetts AIA) 


Dave Mitchell Assoc. AIA 
Goody Clancy 


Kevin Mowatt Assoc, AIA 


Ryan Murphy Assoc. AIA 
KVA Kennedy & Violich 


New corporate 
affiliate members 
Architecture in Context 


Brookes & Hill Custom Builders 


Keith LeBlanc Landscape 
Architecture 


Maloney Geospatial 


Ocean Coast Construction 


Architecture 
SRC Iti 
Jeffrey Olinger Assoc. AIA eee 
New World Design New student 
Kyle Richard Assoc. AIA affiliate members 
Burt Hill Gabriele Kaltenbrunner 
Riddhi Sanghvi Assoc. AIA Rilwan Kujenya 
P&S Construction Robert Ortiz 
Jay Underwood 


Christopher Schueler Assoc. AIA 
PBSJ 


Wayne Sidle Assoc. AIA 


Boston Architectural College 


Zaira Suarez Assoc. AlA 


Christopher Taylor Assoc. AIA 


designLAB architects 

BSA staff Pi 
222 Jon Akland, senior designer 

228. Karin Broadhurst, membership director ne 

221. Lauren Burn, office manager 

242. John Chase, marketing and sales manager FSC 

235 Ben Cohen, controller Mixed Sources 
244 Billy Craig, director of conventions and business development —_smmssdvaeremout veces 
233 Ann Fienman, director of operations, interim co-director Gonen pecOCeNTIES 
234 Adam Jacobi, web technologies manager oman = 
236 Li Lam, senior accountant 


Conor MacDonald, membership and program manager 
Karen Moser-Booth, editor 

Sarah Nastasia, program and events manager 

John Nunnari, public policy director 

Genevieve Rajewski, director of communications 
Jennifer Rufo, executive/operations assistant 

Erika Shea, database/member services manager 


225 Eric White, director of programs and events, interim co-director 


Staff email: firstinitiallastname@architects.org 
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How to win public-building construction work 


IN 2009 ALONE, the Massachu- 
setts Designer Selection Board 
(DSB) awarded 39 contracts 
totaling nearly $26 million for 
public-building construction 
throughout the Commonwealth. 

Although last year was 
almost universally a bad year for 
work on the boards, designers 
selected by the DSB won work on 
a diverse array of projects. These 
included $33,000 for an energy- 
neutral greenhouse, $250,000 for 
interior space planning and de- 
sign, $400,000 for the renovation 
of a charter school, $1 million for 
science-lab modernizations, $2 
million for a strategic masterplan 
for the Executive Office of Health 
and Human Services, and $2.5 
million for study and design of 
structural-system and building- 
envelope repairs. 

‘The BSA recently welcomed 
DSB members Michael Kim AIA 
and Mary Ann Williams LEED AP, 
AVS, MCPPO for a conversation 
on how to win public-building 
construction work. 


How does the process work? 
Kim: The DSB is an autonomous, 
u-member board made up of 
architects, engineers, contrac- 
tors and independent members. 
We recommend designers for 
public work after we have issued 
a public advertisement, reviewed 
the qualifications submitted and 
voted on the finalists—and, in 
some cases, after conducting 
interviews. All applications get 
divided into three piles. 

+ “A list” means you're com- 
pletely approved to be awarded 
the project. 

+ “B list” means there are small 
problems with your applica- 
tion, such as a sub-consultant 
using the wrong form. If you 
are placed on the B list, the 
DSB has the option to vote you 
onto the A list or leave you on 
the B list. Either way you still 
might ultimately be selected. 

+ “C list” means the government 
cannot legally enter a contract 
with you. Those applications go 
straight into the garbage. If you 
do end up on the C list, your 
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firm will be informed by mail 
about what you did wrong. 


What is the DSB looking for 

in applications? 

Williams: | am looking for a team 
that can finish on time and on 
budget. So one of the things I 
look at—and this is a very good 
way to determine if you want to 
pursue a project—is the size of 
the firm versus the size of the 
project. Is it a one-person shop 
going after a $2 million fee on 

a project with an accelerated 
schedule? Well, that’s just not 
realistic; they are going to get 
swallowed up by that project. 

Lalso look at if you've worked 
with the listed sub-consultants 
before. You wouldn't be submit- 
ting together again if there had 
been a problem. 

The other thing I look at is 
the complexity of the project and 
the individual team members 
qualified in that particular area— 
particularly with courthouses 
or corrections institutions, 
which have unique issues around 
separation between the public 
and private spaces and with the 
people inside the facility. Your 
application needs to portray your 
firm as an asset nota liability to 
such projects. 

If you can address all these 
issues, then tie it all back to 
your availability. If we see that 
someone is working in Dubai 80 
percent of the time saying that 
they are available to do a project, 
we'll do the math and see it 
doesn’t add up. 

It's not about whether the 
state works with a big firm or a 
small firm; it’s about right-sizing 
your qualifications for the scope 
of work and the schedule. 


What makes an application 
stand out? 

Kim: It’s a merit-based program, 
and we are trying to determine 
the best fit. The short answer for 
that is Question 10, where you get 
to field your own response to the 
criteria, which is key. There is one 
firm, which shall remain name- 
less, that puts the same response 


to this question for every single 
project it applies for. Now, I see 
that firm in the pile and basically 
put their proposal aside. 


What knocks firms out 

of contention? 

Kim: If you or one of your 
sub-consultants uses the wrong 
form, you get placed in the B 
list—which is a semi-graveyard 
for applications—on a technical- 
ity. So download the forms fresh 
each time. 

The most common reason 
for being booted to the C list is 
for the MBE/WBE participation 
(Minority’s Business Enterprise/ 
Women’s Business Enterprise) 
requirement not being met—or 
being met with a non-requested 
sub-consultant. 


Williams: Yes, be very careful. If 
you are applying for a building- 
envelope review and you propose 
an interiors sub-consultant to 
fulfill MBE/WBE participation, it 
is likely that doesn’t fit. You will 
end up on the C list! 


Kim: A discipline can be split up 
to meet the MBE/WBE participa- 
tion requirements. Applicants 
are strongly encouraged to utilize 
multiple disciplines and firms 

to meet their MBE/WBE goals. 
Consultants to the prime can 
team within their disciplines in 
order to meet the MBE/WBE 
goals but must state this relation- 
ship on the organizational chart 
(Section 6 of the application 
form) and submit all necessary 
forms. If you have questions, call 
the DSB at 617-727-4046. 

As an aside, I have been told 
that women-owned architecture 
firms are the largest new entity 
in the profession, so make those 
contacts now. 


How can a firm new to state 
work gain experience? 

Kim: The “house doctor” projects 
are an ideal place for firms new 
to the process to gain experience 
with the state. These are generally 
smaller, often multiple contracts 
that are somewhat undefined at 


the time of the application. The 
process of selection through the 
DSB is the same as for larger 
projects, with the exception that 
there are no interviews. The ac- 
tual project contracts are awarded 
by the respective agencies or 

the Division of Capital Asset 
Management (DCAM). House- 
doctor contracts are only allowed 
up to a maximum of $2 million in 
construction costs. 


What else can be done to 

boost a firm's chances? 

Kim: I encourage you to come see 
how the DSB works in person. All 
meetings are open to the public; 
all you need to do is sign in. It 

is not the most scintillating two 
hours you will ever spend, but it’s 
very informative about how your 
application might be received. 


Williams: There’s nothing wrong 
with reaching out and asking if 
you can give a presentation, say to 
the project managers at DCAM, 
on what your firm is doing with 
BIM or in another area where 
your expertise is a real asset. 


Kim: Yes, they are also the ones 
writing the RFPs. So teaching 
them about new technologies or 
building types will help raise the 
bar for public projects over time. 


Williams: When you are pursuing 
a project, you can have as many 
conversations and ask as many 
questions as you want of the 

DSB. But once you've submitted 
an application, that’s it. There’s 
no going back. I also encourage 
you to set up an informational 
interview with the DSB so we can 
get to know your firm. 


Kim: Given the limited avail- 
ability of informational-interview 
slots, sign up now by calling the 
DSB at 617-727-4046. 


For a vastly expanded Q&A with 
the DSB and links to more infor- 
mation (including DSB listings 
and forms), visit the “Featured 
Article” section of architects.org/ 
chapterletter. 


